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Skidmore, Owings §& Merrill 
1201 Connecticut Avenue, N.W, 
Washington, D.C. 20036 
Gentlemen: 

Enclosed herewith under separate cover 
for your use are sepia reproducibles showing 
the parking layouts for the West Lot, North 
Lot, South Lot, perimeter roads, Visitors' 


Lot, and the Motor Pool. 


Sincerely, 


Building Planning Staff 


Enclosures: 
As Stated 


Distribution: 
Orig - SOM w/atts ; 
XX ~ OL/BPS Subject w/o atts 
1 - OL/BPS Chrono w/o atts 
1 - OL Reader w/o atts. 
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